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ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is Irue, correct, anti complete (7 U.S.C Section 2143) 



















3) This laolny s adhenng to Ihe standards and regulations under the Act and it has required that exceptions to Ihe standards and regulations bo specified and explained by the 
principal investigator and approved by Ihe Institutional Animal Care and Use Committee (IACUC) A summary of all the exceptions Is attached to this annual report. In 
addition to identifying Ihe lACUC-epproved exceptions. Uvs summary ndudes a bnel explanation o I Ihe exceptions, as wee as me species end number of animals afledeo 

4) T head ending veiennanan lot tfxs research lacAty has a pptop na le amhotlty lo ensure Ihe provision ol adequale veterinary care and lo oversee me adequacy ol olher QEC 1 4 2007 







ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


t. HEADQUARTERS RESEARCH FACILITY (Noma amt Address, us re 
indude Zip Code) 

HEMATECH, INC. 

4401 SOUTH TECHNOLOGY DRIVE 
SIOUX FALLS, SD 57106 
(605) 361-6793 



2) Each principal investigator has considered alternatives lo painful procedures 


3) This facility Is adhering lo Ihe slandards and regulalions under the Act, and it has required that exceptions lo Ihe standards and regulations be specified and explained by Ihe 
principal Investigator and approved by Ihe Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions Is attached to this annual report. In 
addition lo identifying Iho lACUC-approved exceptions, this summary Includes a brief explanation of Ihe exceptions, as well as Ihe spoclos and number of animals affected. 
































